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22 August 1979 
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Washington, D.C. 20505 


Admiral E. R. Zumwalt, Jr. 

President and Chairman 

Committee for Responsible 
Health Care 

1800 Massachusetts Avenue, N.W. 

Suite 512 

Washington, D.C. 20036 


Dear Bud: 


Thanks for your letter of 9 August 1979. As always, it was good to 
hear from you. 


ave forwarded the resume you provided isan ee 
25X1 tto_our Director of Personnel. He will ask appropriate officials 
to review ualifications to determine whether we have an 


25X14 opening for him commensurate with his background and experience. As soon 
as our review has been completed, we will be in touch with him directly. 
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I appreciate your bringing) to my attention and you may 
be sure that his application will receive every consideration. 


Yours, , 
STANSFIELD TURNER 


jistribution: | 
Orig - Adse | 
1 - DCL 
- ppc! | 
- ER 
- DDA 


D/Pers Chrono 
- Special Interest File 


| 

\ 

| 

- Jicant File 
exyon/pers$——————]__| 


atete lated tals) 
1 


